PURIFICATION   OF   GASES.
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by liquids at high temperatures can be conveniently separated by
cooling the liquid. An apparatus which is successfully used for this
operation is Mohr's cooler, Fig. 235. It consists of zig-zag shape

FIG. 236.    TAR EXTRACTOR.

pipes, containing in the interior cooling pipes of the same shape.
The outside pipes A are connected at the top and the bottom by
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